Vision 2020 Sustainabie Ariington 
Meeting Agenda 

Wednesday, August 15, 2018 7:30 PM - 9:00 PM 
Arlington Town Hall Annex, floor conference room 


Introductions 
Approve minutes 
Town Day plans 

Celebrating Arlington Community Choice Aggregation Turns 1 and more: September event 
details, needs 

Should Arlington apply for the next round of CEC’s HeatSmart Mass program? 
( http://www.masscec.com/heatsmart-mass) The model is similar to Solarize Mass but 
instead offers air-source heat pumps, ground-source heat pumps, modern wood 
heating, and solar hot water. Sept. 16 is the application deadline for the 2019 round. 

Brief overview of the Cambridge Climate Safety Petition 

(http://www.cambridqeclimatesafetv.info/) , recently rejected by the Cambridge City Council. 

New business 

Announcements 


Adjourn 



